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Air Transportation 

Changing Medical Distribution Practices and the Future of 
Contingency Support by George D. Magee Part I April pp 12- 
17, Part II June pp 20-21 


Defense Transportation 
CinC USTRANSCOM’s Posture Statement by General Walter 
Kross, pp 10-12 


NDTA Focus on Passenger Travel-Growth and Change, June pp 
14-18 


Changing Medical Distribution Practices and the Future of 
Contingency Support by George D. Magee, Part I April pp 12- 
17, Part Il June pp 20-21 


Munitions Carriers-How Important are they? by Carl Axelson, 
August p 14 


Electronic Data Interchange 


The Role of Electronic Data Interchange in the 
Transportation Industry by Mathias J. Sutton, Part I August 
pp 10-12 Part Il September-October pp 20-22 


Features 


Editorial, Letters, President’s Corner, Executive Profiles, NDTA 
News, Chapter Activities, Corporate Member Spotlight, Corporate 
Member Honor Roll (Chairman’s Circle, Sustaining Members, 
and Regional Patron’s), Sustaining Member News, Government 
News, Bookshelf Ideas, Executive Referrals, A-35 news, and 
People and Services-in most issues 


Forums and Conferences 


MTMC Symposium Focuses on 21st Century Transportation, 
June pp 22-23 

Navy Transportation Symposium Review by Brian H. Bialas, 
August pp 22-23 

Preview-The 52nd Annual NDTA Transportation and Logistics 
Forum and Exposition, August pp 16-18 

The 52nd Annual NDTA Transportation and Logistics Forum 
and Exposition, September-October pp 27-50 

Co-Keynote Speech by General Walter Cross, CinC 
USTRANSCOM, December, pp 9-11 

Co-Keynote Speech by Mr. Tim Rhein, President and CEO APL 
Limited, December pp 12-14 

Keynote Speeches Dialogue Session: Jeff Crowe, Walter Kross 
and Tim Rhein, December pp 15-18 
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Focused Logistics A Strategic Perspective, Panel I at the Annual 
Forum, Summarized by Norbert Grabowski December. pp 20-29 


Changing Business Practices, Panel II at the Annual Forum, 
Summarized by Denny Edwards, December, pp 30-40 


Enabling Technologies, Panel III at the Annual Forum, 
Summarized by Edward Honor, December, pp 42-52 


Forum Photo Album sponsored by US Airways, December, pp 
57-64 

Government Agencies 

Department of Defense Almanac, February pp 10-35 
Department of Transportation Almanac, February, pp 36-44 
Department of State Almanac, February, pp 45-46 

Federal Emergency Management Agency Almanac, February, p 48 
General Services Administration Almanac, February, p 47 
Historical Index 

Index of Articles-Defense Transportation Journal, Volume 52, 
1996, February, pp 94 

International Transportation 

Germany Military Deployment Spotlights New Capability at the 
Port of Corpus Christi, September- October pp 24-25 
Logistics and Transportation 


Changing Medical Distribution Practices and the Future of 
Contingency Support by George D. Magee, Part I April pp 12- 
17, Part II June pp 20-21 


Enhancing Learning in Logistics and Transportation Through the 
Use of a Microcomputer by Stephen M. Rutner, Brian J. 
Gibson, and John L. Kent, September-October pp 10-16 


NDTA 

Directory, List of Officers and Committees, February pp 74-83 
NDTA Profile, February pp 84-85 

Passenger Transportation 

NDTA Focus on Passenger Travel-Growth and Change, June pp 14-18 
Sustaining Member 


Honor Roll of Sustaining Members, Corporate Members, 
February, pp 50-72 


Water Transportation 


The Maritime Security Act-Fulfilling a Strategic Maritime 
Imperative by Albert J. Herberger, April pp 8-11 
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